12      DOCKETED ITEMS

9004200693 Monthly operating repts for Mar 1990 for Dresden Units 1,2 & 3.W/900409

MAXWELLAC.. EENIGENBDRG.E. Commonwealth Edison Co. 90/03/31. 31pp.
53524:063-53524:093.

DOCKET 50-18 VALLECITOS BOILING WATER REACTOR

I. Financial Information

9004130028 "GE 1989 Annual Rept." W/900314 Itr.

WELCH JF BOSSIDY.LW., HOOD.E.E. General Electric Co. 89/12/31. 73pp.
53404:062-53404:136.

DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH
REACTOR

S. Reportable occurrences, LERs & related correspondence

9003290166 RO 50-20/1990-1 :on 900312,incorrect calculation of estimated critical posi-
tion (ECP) attained during reactor startup. Caused by failure to check second portion
of ECP calculation performed by individual in training.

KWOK K.S., BERNARD.J.A. Massachusetts Institute of Technology, Cambndge, MA.
90/03/22. Document Control Branch (Document Control Desk). 4pp. 53217:357-
53217:360.

DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION

F. Security, medical, emergency & fire protection plans

9004170222 Forwards proposed Rev 9 to training & qualification plan. Changes reflect
physical fitness qualification.training requirements for augmented personnel & separa-
tion of job training requirements.Rev withheld.

PAPANIC.G. Yankee Atomic Electric Co. 90/04/03. Document Control Branch (Docu-
ment Control Desk). 1p. 53429:315-53429:315.

I. Financial Information

9004090056 Forwards annual certified financial statement for 3-yr period ending
891231

PAPANIC.G. Yankee Atomic Electric Co. 90/03/30. Document Control Branch (Docu-
ment Control Desk). 21pp. 53363:116-53363:136.

J. Insurance & Indemnity Information

9004120050 Advises of util nuclear property insurance coverage.per requirements of
10CFR50.54(w)(4).

PAPANIC.G. Yankee Atomic Electric Co. 90/03/30. WOOD.R. Document Control
Branch (Document Control Desk). 1p. 53415:088-53415:088.

P. Operating license stage documents & correspondence

9004050486 Informs of 900523-24 radiation protection manager conference in King of
Prussia,PA to exchange info on issues of mutual interest re power reactor radiological
controls programs.

KNAPP.M.R. Region 1, Ofc of the Director. 90/03/19. KADAK.A.C. Yankee Atomic
Electric Co. 4pp. 53323:023-53323:026.

9004050504 Summary of 900315 meeting w/ub'l re reactor vessel evaluations for li-
cense renewaljncluding insp.fluence, embrittlement.upper shelf
energy,fatjgue,pressurized thermal shock.pressure-temp curves & low temp overpres-
surization.

SEARS.P.M. Project Directorate I-3. 90/03/28. WESSMAN.R.H. Project Directorate I-
3. 5pp. 53339:329-53339:333.

9004090043 Forwards response to station blackout rule 10CFR50.63, Suppl 1,on loss of
all ac power.

DEVINCENTIS.J. Yankee Atomic Electric Co. 90/03/28. Document Control Branch
(Document Control Desk). 16pp. 53355:050-53355:065.

9004100368 Approves 900302 request to withhold rept, "Methodology for Finding Po-
tential Fluid Component Age-Related Degradation at Yankee Nuclear Power Station"
from public disclosure (ref 10CFR2.790).

TRAVERS.W.D. Assistant Director for Special Projects (Post 891001). 90/03/28.
HAZELTINE.J.D. Yankee Atomic Electric Co. 4pp. 53385:214-53385:217.

9004200588 Forwards summary of SEP commitments.as update to 890203 Itr. Design
changes for piping inside containment.feed & bleed HXs & block walls scheduled for
next refueling outage.

PAPANIC.G. Yankee Atomic Electric Co. 90/04/09. SEARS.P.M. Project Directorate I-
3.21pp. 53541:207-53541:227.

9004190185 Forwards application for routine disposal of septage from facility.per
10CFR20.302.

PAPANIC.G. Yankee Atomic Electric Co. 90/04/11. Document Control Branch (Docu-
ment Control Desk). 34pp. 53458:090-53458:123.

9004200434 Application for amend to License DPR-3,revising Tech Specs to address
organizational changes.

DEVINCENTIS^I. Yankee Atomic Electric Co. 90/04/12. SEARS.P.M. Project Director-
ate I-3. 3pp. 53526:346-53526:352.

-9004200439 Proposed Tech Specs.addressing administrative changes.
* Yankee Atomic Electric Co. 90/04/12. 4pp. 53526:349-53526:352.

Q. Inspection reports, IE Bulletins & correspondence

9003280004 Forwards Insp Rept 50-029/90-02 on 900205-09 & notice of deviation.
DURR J P Region 1, Ofc of the Director. 90/03/13. KADAK.A.C. Yankee Atomic Elec-
tric Co. 2pp. 53207:291-53207:303.

-9003280007   Notice   of   deviation   from   insp   on   900205-09. Deviation   noted:  on
900209,control room panels did not have specific identification of post-accident moni-
toring instrumentation as required by Reg Guide 1.97.
* Region 1, Ofc of the Director. 90/03/13.1p. 53207:293-53207:293.

-9003280010  Insp   Rept   50-029/90-02   on  900205-09.Deviation  noted.Major areas
inspected-post-accident monitoring instrumentation per Reg Guide 1.97.
MATHEW.R.K.. KOSHY.T, ANDERSON.C.J. Region 1, Ofc of the Director. 90/03/12.
10pp. 53207:294-53207:303.

9004050504 Summary of 900315 meeting w/util re reactor vessel evaluations for li-
cense           renewal.including           insp.fluence, embrittlement.upper shelf
energy.fatigue.pressurized thermal shock,pressure-temp curves & low temp overpres-
surization.

SEARS.P.M. Project Directorate I-3. 90/03/28. WESSMAN.R.H. Project Directorate I-
3. 5pp. 53339:329-53339:333.

9003280088 NRG Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/04.
Consolidated Edison Co. of New York, Inc. 99pp. 53380:001-53380:104.

9004190180 Forwards SIMS insp rept on 880920 re QA of diesel fuel oil - A-15 (Tl
2515/93)

SEARS.P.M. Project Directorate I-3. 90/04/04. WESSMAN.R.H. Project Directorate I-
3. 2pp. 53458:008-53458:009.

9004120020 Forwards summary of 880920 insp re implementation of moderator
dilution.Multi-Plant Action B-03.NRC concludes that util complied w/request for per-
formance & submittal of analysis.

SEARS.P.M. Project Directorate I-3. 90/04/05. WESSMAN.R. Project Directorate I-3.
2pp. 53415:102-53415:103.

9004040223 NRC Info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York, Inc. 63pp. 53380:105-53380:171.

9004200501 Responds to NRC 900313 Itr re violations noted in Insp Rept 50-029/90-
02.Corrective actions:listing of plant Type A-E instruments designated as Categories
1,2 & 3 will be formalized as Reg Guide 1.97 rept.

ST LAURENT.N.N. Yankee Atomic Electric Co. 90/04/10. Document Control Branch
(Document Control Desk). 2pp. 53526:306-53526:307.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, inc. 99pp. 53541:062-53541:160.

R. Periodic operating reports & related correspondence

9003280063 "Summary of Personnel Monitoring Rept Final End of Year Rept for 1989."
W/900319ltr.

BABINEAU.G.L. HENDERSON.T.K., THAYER.J.K. Yankee Atomic Electric Co. 89/12/
31. 2pp. 53207:355-53207:356.

9004100448 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quarters
1989,lncluding Annual Radiological Impact on Man." W/900330 Itr.
PAPANIC.G. Yankee Atomic Electric Co. 89/12/31. 41pp. 53381:275-53381:315.

9004200722 Monthly operating rept for Mar 1990 for Yankee Atomic Power Station.W/
900409 Itr.

CARROLL.K., BERRY.R.L Yankee Atomic Electric Co. 90/03/31. 6pp. 53511:326-
53511:331.

S. Reportable occurrences, LERs & related correspondence

9004130304 LER 90-001-00:on 900308,bus tie breaker tripped unexpectedly when
breaker for HPSI pump manually tripped as part of surveillance testing.Cause could
not be determined.Crossbar buffer assembly readjusted.W/900406 Itr.
MELLOR.R.A.,   HENDERSON.T.K.   Yankee   Atomic   Electric   Co.   90/03/08.   4pp.
53405:058-53405:061.

V. Operator Examinations

9004100063 Notification of contract execution.Mod 1 to Task Order 13, "Yankee Rowe
Replacement Exam" to contract, "Technical Assistance to Administer Operator Exam
to Nuclear Plant Applicants," awarded to Sonalysts.lnc.

BRENNAN.P.A. Contract Administration Branch. FIN L-12890. 90/03/02. WEST.K.S.
Office of Nuclear Reactor Regulation, Director (Post 870411). PULSIPHER.K. NRC -
No Detailed Affiliation Given. 1p. 53384:349-53384:352.

-9004100065 Ltr contract,awarding Mod 1 to Task Order 13, "Yankee Rowe Replace-
ment Exam," increasing authorized work hours & obligations.to "Technical Assistance
to Administer Operator Exam to Nuclear Plant Applicants."

BELL.S. Contract Administration Branch. FIN L-12890. 90/02/26. PETERSEN.L.R.
Sonalysts, Inc. 3pp. 53384:350-53384:352.
